

2. The light aperture in the bottom of the case can 
be fitted with an adjustable iris for regulating 
the amount of light entering the camera. 

3. A related invention is described in NASA Tech 
Brief B63-10227, March 1964. Inquiries may also 
be directed to: 

Technology Utilization Officer 
Ames Research Center 
Moffett Field, California, 94035 
Reference: B63- 10560 


Patent status: NASA encourages the immediate 
commercial use of this invention. It was invented by 
a NASA employee and a patent application has been 
filed. Inquiries concerning license rights may be made 
directly to the inventor, Mr. J. E. Neff, Ames Re- 
search Center, Moffett Field, California, 94035. 
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